RI 45 Pinout 12345678 



1. White Green 

5. White Blue 

2. Green 

6. Orange 

3. White Orange 

7. White Brown 

4. Blue 

8. Brown 



1. White Orange 

5. White Blue 

2. Orange 

6. Green 

3. White Green 

7. White Brown 

4. Blue 

8. Brown 














Color Standard 
EIA.'TIA T568A 


Ethernet Patch Cable 


TX+ 

TX- 

RX+ 


RX- 



RJ45 Pin# 

Green.'White Tracer 

1 

Green 

2 

OrangeAWhite Tracer 

3 

Blue 

4 

Blue.'White Tracer 

5 

Orange 

6 

Brown.'White Tracer 

7 

Brown 

8 


Pin# RJ45 


Green.'White Tr 


Green 


OrangeWhite 


Blue 


BluejWhite Tra 


Orange 


Brown'White T 


Brown 


Color Standard 
EIA/TIA T568B 


Ethernet Patch Cable 


Tx+rya 

RJ45 Pin# 


Pin# RJ45 

OrangeAMiite Tracer 

1 

1 

OrangeWhite 

TX-I -1 

Orange 

2 

2 

Orange 

rx+^d 

Green.'White Tracer 

3 

3 

Green.'White Tr 

Blue 

4 

4 

Blue 

BlueA/Vhite Tracer 

5 

5 

Blue.'White Tra 

rx-HBH 

Green 

6 

"6 

Green 


Brown White Tracer 

7 


7 

Brown.'White T 


Brown 

8 

8 

Brown 

































































RJ45 terminafron: For sTraight cable, use 558A or558B 

For Crossover cable,use 568A at one end,568B at the other end 

TIA/EIA 568A Crossed Wiri 


TIA/EIA 568A Wiring 


1 

2 

3 

4 

5 

6 

7 

8 


1111 | I 1 1 I ~1 White and Green 

I Green 

White and Orange 


1 Blue 

White and Blue 
Orange 

White and Brown 
Brown 


TIA/EIA 568B Wiring 



TIA/EIA 568B Crossed Wiri 




















































































EIT/TIA 56SB 


White - Orange 


Orange 


White - Green 


EIT/TIA 568B 


White - Orange 


Orange 



White - Green 


Blue 


Blue 


White - Blue 


White - Blue 


Green 


Green 



White - Brown 


White - Brown 


Brown 


Brown 





































































